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14 August 1959 
Dear Ray: 


I am attaching a signed copy of the DD-250 for Item 
No. i under Contract No. BB- 300. 


This copy is for your retention and file. 
Sincerely, 


aD 
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Distribution: 
1 - Ray Parker (ITEK) w/ey of DD-250 
1 - BB-300, TEP Sec., w/DPD-5547-59 
LA « Comptroller, w/cy DD-250 & cy 2 DPD-5547-59 
1 - Chrono 
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Cobtracting Officer, DPD-DD/P 
Chief, Data Management Division, PIC 


indexing Reetifier 


1. he Indexing Rectifier developed and built 
by the IPEK Corporation was delivered on 28 July 1959. 


2. It was installed and tested by ITEK 
fechnictans and appears to meet specifications. 
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